Van Jones Claims Trump Not Responsible for Recent Bomb Scare, 
Ironically Criticizes Rhetoric 
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Description 


Far leftist Van Jones is occasionally known for saying something sane, this time he defended Trump ala 
bombscare but criticized his rhetoric, not realizing CNN’s: 


#VanJones #CesarSayoc #lmmigration #MigrantCaravan #BreakingNews 
Documentation 


https://www.breitbart.com/video/2018/10/26/van-jones-trump-isnt-responsible-for-bombs-everyone-has-to- 
be-rhetorically-responsible/ 
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